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Message Text 

CONFIDENTIAL 

PAGE 01 OECD P 00868 111610Z 
ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 USIA-06 TRSE-00 
EUR- 12 ERDA-05 ISO-OO /031 W 

11161 1Z 006448/46 

P 1 1 1709Z JAN 77 

FM USMISSION OECD PARIS 

TO SECSTATE WASH DC PRIORITY 4895 

CONFIDENTIAL OECD PARIS 00868 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, CA, HU 

SUBJ: CANADIAN G-816 PORTABLE PROTON MAGNETOMETER TO 
HUNGARY - IL 1571 

REF: COCOM DOC (77) 26 

1 . URGENCY REQUEST: ONE G-816 PORTABLE PROTON MAGNETO- 
METER TO HUNGARIAN GEOPHYSICAL INSTITUTE, BUDAPEST 
FOR USE IN GEOLOGICAL SURVEYING. VALUE $3,700. TECHNI- 
CAL LITERATURE DEPOSITED WITH COCOM DOC (76) 1657. 

2. URGENCY PROCEDURE INVOKED AS GOODS MUST BE SHIPPED 
BY JAN 31. 

3. ACTION REQUESTED: US VIEWS BY JAN 18. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, EXPORT LICENSES 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 11 -Jan-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977OECDP00868 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 

Film Number: D77001 0-0602 
Format: TEL 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 63/aaaaccxr.tel 

Line Count: 42 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 43152fdb-c288-dd11-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3625430 
Secure: OPEN 
Status: NATIVE 

Subject: CANADIAN G-816 PORTABLE PROTON MAGNETOMETER TO HUNGARY - IL 1571 
TAGS: ESTC, ELEC, CA, HU, COCOM 
To: STATE 
Type: TE 
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